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Acid-base balance 
disturbances in, Sept., 556-562 
maintenance of, Sept., 556 
physiology of, Sept., 542 
Acidemia, treatment of, Sept., 546 
Acidosis 
in cardiac arrest, Sept., 561 
in cardiac patients, Sept., 542 
metabolic, treatment of, Sept., 560 
respiratory, treatment, Sept., 559 
ADH, regulation of fluid balance by, 
Sept., 552 
Adolescent 
development of body image in, Dec., 
609-615 
developmental task of, March, 66 
hospitalized, environment for, March, 
72 
family-centered care for, March, 65- 
73 
in industry, assessment program for, 
March, 113 
nursing intervention with, Dec., 659 
nursing role with, March, 69 
Adult, developmental tasks of, Dec., 620 
young, body image in, Dec., 617 
Agammaglobulinemia, Swiss type, bone 
marrow transplant for in baby, Dec., 
809-816 
Aging 
accoutrements of, June, 291-301 
body image changes in, Dec., 625 
pathophysiology of (tables), June, 240- 
247 
phases in, June, 226 
reactions to changes of, Dec., 626 
See also Elderly. 
Agranulocytosis, caused by drugs, Dec., 
802 


Airway, importance of, in cardiac patient, 


Sept., 546 
Alcohol addiction program, in industry, 
March, 121-132 
evaluation of, March, 129 
nursing function in, March, 127 
visiting nurse role in, March, 150 
Alcoholism 
definition, March, 124 
in industry, extent of, March, 123 
nurse’s role in program for, March, 
121-132 
visiting nurse role in, March, 150 
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Aldosterone, regulation of fluid balance 
by, Sept., 552 


Alkalosis 


caused by mechanical ventilation, Sept., 
546 

in cardiac patients, Sept., 542 

metabolic, treatment, Sept., 560 

respiratory, treatment of, Sept., 558 


American Nurses’ Association, Committee 


on Standards for Geriatric Nursing 
Practice, June, 201 


Amputation, body image disturbances due 


to, Dec., 693 


Anemia(s), Dec., 711-725 


aplastic, drug-induced, Dec., 800 
blood transfusion in, Dec., 723 
classification of, Dec., 712 
conservation of energy in, Dec., 719 
diagnosis of, nursing needs during, 
Dec., 715 
diet in, Dec., 720 
drug-induced, Dec., 800 
drug therapy for, Dec., 722 
hemolytic, Dec., 713, 801 
caused by drugs, Dec., 801 
in acute leukemia, Dec., 756 
iron deficiency, Dec., 714 
macrocytic, drug-induced, Dec., 800 
hyperchromic, Dec., 714 
megaloblastic, Dec., 715 
microcytic hypochromic, Dec., 71 
normocytic normochromic, Dec., 
nursing approaches to, Dec., 711-725 
nursing needs in, long-term, Dec., 
724 


short-term, Dec., 717 
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patient assessment in, Dec., 717 
pernicious, Dec., 714 
protecting patient from infection and 
trauma in, Dec., 718 
sickle cell, Dec., 727-741. See also 
Si hle cell dise ase. 
symptoms of, Dec., 711 
types of, Dec., 713 
Aneurysmectomy, ventricular, Sept., 519 
Angina pectoris, pain of, description by 
patient, Sept., 440 
Angiotensin, action of, Sept., 552 
Anoxia, as cause of cardiac arrest, Sept., 
574 
Antepartal guidance, by nurse, Dec., 634 
Antiarrhythmic drugs, Sept., 486 
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Anticoagulants, coumarin, interaction 
with other drugs, Dec., 803 
Antidiuretic hormone, regulation of 
fluid balance by, Sept., 552 
Antileukemia drugs (table), Dec., 750 
Anxiety, relation to myocardial infarction, 
Sept., 448 
Aplastic anemia, drug-induced, Dec., 800 
Arrest, cardiac. See Cardiac arrest. 
Arrhythmias, cardiac 
acid-base balance alterations in, 
Sept., 561 
agents for treatment, Sept., 486 
alkalosis in relation to, Sept., 546 
classification of, Sept., 443 
conduction defects, Sept., 483, 496 
origin of, Sept., 482 


supraventricular, with abnormal QRS, 


interpretation, Sept., 491-508 
with myocardial infarction, Sept., 
181-490 
Arterial pulse, assessment in cardiac 
patient, Sept., 433 
Assessment 
in family-centered pediatric care, 
March, 42 
of anemia patient, Dec., 717 
of behavior in elderly, June, 225-234 
of employees, in occupational health 
nursing, March, 113 
of neurologic patient, June, 338 
of patient after coronary artery disease 
surgery, Sept., 522 
of patient in coronary care unit, Sept., 
431-444 
of patient with crisis of body image 
changes, Dec., 701 
of psychobiologic status of coronary 
patient, Sept., 450 
Asystole, cardiac, as cause of cardiac 
arrest, Sept., 574 
electrocardiogram in, Sept., 580 
Atrial electrocardiogram, Sept., 465 
Auscultation, of coronary patient, Sept., 
140 


Behavior, assessment of, in elderly, June, 
225-234 

Bibliography, annotated, on occupational 
health nursing, March, 175-182 

Bigeminy, rule of, Sept., 501 

Biopsy, breast, special care for patient 
with, June, 373-382 

Bleeding, in acute leukemia, Dec., 757 
physiologic mechanism of control, Dec., 
779, 780 








INDEX 
Blood 
clotting of, effects of drugs on, Dec., 
802 


disorders of, care of patients with, 
Dec., 709-826 
drug-induced, Dec., 799-808 
nursing implications, Dec., 806 
Blood cells, sequence of formation of, 
Dec., 745 
Blood dyscrasias, drug-induced, Dec., 
799-808 
Blood gases, abnormalities in, Sept., 559. 
See also Acid-base balance. 
assessment in cardiac patients, Sept., 
542 
Blood transfusion, in anemias, Dec., 723 
Body image 
changes, after myocardial infarction, 
Dec.. 663-668 
in chronic illness, Dec., 687-695 
in elderly person, Dec., 625 
in middle age, Dec., 622 
nursing intervention with, Dec., 697- 
707 
with colostomy, Dec., 669-676 
concept of, Dec., 593-707 
definiteness of, in child, Dec., 602 
development, in adolescent, Dec., 609= 
615 
in adulthood, Dec., 617-629 
in child, Dec., 597-607 
in infant, Dec., 598 
in toddler, Dec., 599 
distorted, in adolescence, Dec., 614 
in child, Dec., 604 
disturbance of, due to amputation, Dec., 
693 
due to stroke, Dec., 690 
in pregnancy, Dec., 631-639 
integrity of, in child, promotion by 
nurse, Dec., 651-661 
obesity and, Dec., 677-685 
of child, effect of illness on, Dec., 641- 
649 
of hospitalized child, Dec., 641-649 
sexual differences in, Dec., 619 
Body water, composition of, Sept., 550 
normal losses of, Sept., 550 
Bone marrow aspiration, fears of by 
patient, Dec., 716 
Bone marrow depression, caused by 
drugs, Dec., 800 
Bone marrow transplant, care of baby 
with, Dec., 809-816 
Breast, biopsy of, special care for 
patient with, June, 373-382 
Bretylium tosylate, as antiarrhythmic 
agent, Sept., 488 
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Bundle branch block, electrocardiogram 
in, Sept., 498, 506 

Bundle of His electrocardiogram, Sept., 
165, 497 

Burns, severe, effect on body image of 
child, Dec., 643 


Cancer of breast, biopsy for, June, 375 
special care for patient with, June, 373- 
382 
Cancer unit, home visiting by staff of, 
June, 383-387 
Canes, for elderly, June, 297 
Carbon dioxide tension, measurement in 
cardiac patients, Sept., 542 
Cardiac arrest 
acidosis in, Sept., 561 
care after resuscitation, Sept., 582 
electrical defibrillation in, Sept., 581 
etiology, Sept., 574 
recognition of, Sept., 575 
resuscitation of, Sept., 573-585 
pharmacologic therapy, Sept., 578 
technique, Sept., 575 
Cardiac arrhythmias 
classification, Sept., 443 
drug therapy of, Sept., 486 
origin of, Sept., 482 
with myocardial infarction, Sept., 481- 
190) 
See also Arrhythmias. 
Cardiac care unit, cardiopulmonary re- 
suscitation in, Sept., 573-585 
sardiac failure, Sept., 529-539 
cardiogenic shock, Sept., 536-539 
congestive, Sept., 529-534 
left-sided, Sept., 531 
right-sided, Sept., 532 
pulmonary edema, Sept., 534 
cardiac monitor, components of, Sept.. 
4160 
tardiac monitoring, Sept., 457-467 
by surface mapping, Sept., 466 
concept of, Sept., 458 
electrical interference in, Sept., 462 
false alarms in, Sept., 461 
in cardiac arrest, Sept., 580 
new approaches to, Sept., 163 
problems in, Sept., 461 
use outside CCU, Sept., 464 
using intracardiac electrocardiogram, 
Sept., 465 
cardiac nursing, Sept., 411-585. See also 
Coronary care. 
sardiac pacemaker, nursing care with, 
Sept., 509-515. See also Pacemaker. 
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Cardiac program in industry, 
nurse role in, March, 146 
Cardiac surgery 
for coronary artery disease, Sept., 517- 
pages 
JISé 


visiung 


discharge preparation after, Sept., 
526 
nursing care, Sept., 519-527 
postoperative care, Sept., 521 
preoperative preparation, Sept., 520 
pulmonary problems after, Sept., 545 
cardiogenic shock, Sept., 536-539 
‘ardiopulmonary resuscitation 
care after, Sept., 582 
complications of, Sept., 584 
drug therapy in, Sept., 578 
electrical defibrillation in, Sept., 581 
in cardiac care unit, Sept., 573-585 
technique, Sept., 575 
‘ardiovascular system, effects of aging on, 
June, 244 
“CU. See Coronary care unit. 
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‘erebrovascular accident, body image dis- 
turbance due to, Dec., 690 
thart, of patient behavior, for colostomy 
patients, Dec., 671 
thild (Children) 
body image of, promotion of integrity 
by nurse, Dec., 651-661 


= 
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death of, dealing with through family- 
centered care, March, 53-64 
development of body image in, Dec., 
597-607 
effect of severe burns on, Dec., 643 
hemophiliac, work with parents of, 
Dec., 787-798 
hospitalized, family-centered care for, 
March, 1-94 
family of, March, 5-12 
phases of defense, March, 17 
play as resource for, March, 22 
mastery of hospitalization by, March, 
13-26 
post-hospital behavior in, March, 20 
principles of nursing intervention with, 
Dec., 652 
sickle cell anemia in, Dec., 734 
‘thloramphenicol, as cause of bone mar- 
row depression, Dec., 800 


~ 


~ 


thristmas disease, Dec., 777. See also 
Hemophilia. 
thronic illness, body image changes in, 
Dec., 687-695 
nurses’ reactions to patient with, Dec., 
688 
Climate, therapeutic, nurse’s role in set- 
ting, March, 29 
Clinic, pediatric, for sickle cell anemia, 
Dec., 728, 736 
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Clinical nurse specialist, responsibilities 
in coronary care, Sept., 426 
role in working with parents of hemo- 
philiac, Dec., 787-798 
Coagulation, effects of drugs on, Dec., 
802 
physiology of, Dec., 779, 780 


Colostomy, changes in body image due to, 


Dec., 669-676 
needs of patient with, Dec., 669 
Communication 
between nurse and geriatric patient, 
June, 277 
in elderly, June, 269-279 
in neurologic special care unit, June, 
342 
Community, agencies in, relationship 
with occupational health nursing, 
March, 163-174 
Community action programs for sickle 
cell disease, Dec., 739 
Community nurse 
role in family-centered pediatric care, 
March, 91 
role in referral system for health care 
for migrant workers, March, 138 
role in service to small industries, 
March, 170 
Compartments, body water, composition 
of, Sept., 550 
Conduction defects, cardiac, Sept., 483, 
496 
causing cardiac arrhythmias, Sept., 483 
Conduction system of heart, Sept., 459, 
510 
Conferences, for family of hemodialysis 
patient, June, 358 
Congestive heart failure, Sept., 529-534 
left-sided, Sept., 531 
management, Sept., 532 
nursing activities, Sept., 534 
pathophysiology, Sept., 529 
right-sided, Sept., 532 
signs and symptoms, Sept., 530 
Continuity of care 
for migrant worker, referral system 
for, March, 133-141 
in coronary heart disease, Sept., 413- 
12] 
nursing implications, Sept., 416 
in family-centered pediatric setting, 
March, 83-94 
Contraceptives, oral, effect on blood, 
Dec., 805 
Coronary artery disease 
surgical treatment, Sept., 517-527 
discharge preparation after, Sept., 
526 
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Coronary artery disease (Continued) 
surgical treatment, postoperative care, 
Sept., 521 
preoperative preparation, Sept., 520 
Coronary care nursing, Sept., 411-585 
assessment of acute patient, Sept., 431- 
444 
clinical specialist role in, Sept., 426 
discharge planning as part of, Sept., 
419 
Coronary care unit 
cardiopulmonary resuscitation in, Sept., 
573-585 
electrical hazards in, Sept., 469-480 
electrical safety in, care of power cords, 
Sept., 475 
grounding, Sept., 473 
technique and precautions for, Sept., 
178 
three-prong plug, Sept., 474 
fluid, electrolyte and acid-base disturb- 
ances in, Sept., 549-562 
for intermediate care, Sept., 418 
nursing role in, Sept., 427 
optimal care in, Sept., 418 
patient teaching in, Sept., 563-571 
physician-nurse team in, Sept., 423-430 
respiratory considerations in, Sept., 
541-548 
Coronary heart disease 
continuity of care for, Sept., 413-421 
education in, post-hospital, for patient 
and family, Sept., 565-570 
home care in, Sept., 429 
loss as factor in, Sept., 445-455 
modifying patient’s reactions to loss 
in, Sept., 450 
nursing role in care, Sept., 427 
post-hospital teaching in, Sept., 565- 
570 
prevention of, Sept., 414 
Regional Reference Centers for, Sept., 
420 
rehabilitation in, Sept., 428 
respiratory problems in, Sept., 541-548 
Coronary occlusion. See Myocardial infare- 
tion. 
Coumarin anticoagulants, interaction with 
other drugs, Dec., 803 
Crisis, body image changes as, Dec., 697 
Crisis group 
characteristics of, June, 365 
in Kidney Center, June, 368 
in special care area, June, 367 
Crisis intervention, theoretical aspects, 
June, 363 
Current, electric, types of, Sept., 470 
Cyanosis, in cardiac patient, Sept., 436 
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Death 
attitudes toward, March, 55 
of child, dealing with through family- 
centered care, March, 53-64 
follow-up of family after, March, 62 
Defibrillation, electrical, use of, Sept., 
581 
Dentures, use of, in elderly, June, 292 
Devices, assistive, for elderly, June, 291- 
301 
Diabetes, relationship to gout, June, 399 
Dialysis, teaching to family of patient, 
June, 349-362 
Diet, for anemia patient, Dec., 720 
Digitalis, use in arrhythmias, Sept., 489 
use in congestive heart failure, Sept., 
533 
Dilantin as antiarrhythmic agent, Sept., 
188 
Diphenylhydantoin as antiarrhythmic 
agent, Sept., 488 
Discharge orders and home care instruc- 
tions, form for, March, 88 
Discharge planning 
for coronary patient, Sept., 419 
for mastectomy patient, June, 379 
in family-centered pediatric care, 
March, 84 
Disengagement, in elderly, June, 271 
Diuretics, in congestive heart failure, 
Sept., 533 
Drug-induced blood dyscrasias, nursing 
implications, Dec., 806 
Drug therapy, of anemia, Dec., 722 
of cardiac arrhythmias, Sept., 486 
Drugs 
as cause of blood disorders, Dec., 799- 
808 
as cause of hemolytic anemia (table), 
Dec., 801 
for use in cardiopulmonary resuscita- 
tion, Sept., 578 
Dying, stages of, March, 56, June, 306 
Dying child, communication with, March, 
58, 59 
family-centered care for, March, 53-64 
Dying patient, elderly, care of, June, 303- 
309 
philosophy of nurse’s care of, June, 309 
Dyspneic facies in cardiac patient, Sept., 
137 


Edema 
in coronary patient, Sept., 438 
pulmonary, acute, Sept., 534-536 
ventilatory problems in, Sept., 544 
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Education, of coronary patient and family, 
after hospitalization, Sept., 565-570 
Elderly 
assessing behavior in, June, 225-234 
assistive devices for, June, 291-301 
body image changes in, Dec., 625 
canes for, June, 297 
communication and social interaction in, 
June, 269-279 
denture for, June, 292 
environment of, June, 281-290 
unfavorable elements in, June, 281 
ways of improving, June, 282 
exercises for, June, 213 
glasses for, June, 294 
hearing aids for, June, 296 
heritage and wisdom of, June, 235 
nursing of, June, 201-309. See also 
Geriatric nursing. 
physiologic functioning in, June, 237- 
252 
planning care for, June, 230 
preparation for death in, June, 304 
protection and support of, June, 253- 
268 
residence project for, health mainte- 
nance program in, June, 207-223 
self-destructive behavior in, June, 
305 
stomas in, June, 297 
suicide in, June, 305 
visual health program for, June, 217 
walkers for, June, 296 
wheel chairs for, June, 295 
Electrical hazards, protecting patient 
from, Sept., 469-480 
safety techniques and precautions with, 
Sept., 478 
Electrically sensitive patient, environ- 
ment of, Sept., 471 
Electricity, principles of, Sept., 469 
Electrocardiogram, Sept., 465 
atrial, Sept., 465 
bundle of His, Sept., 465 
components of, Sept., 458 
in cardiac arrest, Sept., 580 
Electrolyte content of body water, Sept., 
550. See also Fluid and electrolyte 
balance. 
intracardiac, Sept., 465 
Electrocardiographic interpretation of 
supraventricular arrhythmias, Sept., 
191-508 
Electrophysiology of heart, Sept., 482 
Embolism, pulmonary, ventilatory prob- 
lems in, Sept., 545 
Emergencies, cardiac, nurse’s role in, 
Sept., 442 
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Emergency care for coronary heart dis- 
ease, Sept., 417 
Empathy, as part of nursing role, March, 
33 
Employee, older, assessment program for, 
March, 115 
young, assessment program for, March, 
113 
Employee assessment, of young and older 
worker, by occupational health nurse, 
March, 109-119 
Endotracheal tubes, nasal, use in cardiac 
patients, Sept., 546 
Energy, conservation of, in anemia pa- 
tient, Dec., 719 
Epidemiologic research and education, 
role of occupational health nurse in, 
March, 153-162 
Epinephrine, use in cardiac arrest, Sept., 
579 
Equipment, electrical, safety in use of, 
Sept., 475 
Evaluation 
of care in body image changes, Dec., 
704 
of family-centered pediatric care, 
March, 50 
of staff development program for 


family-centered pediatric care, March, 


80 
Exercise program for elderly persons, 
June, 213 
Extrasystole, ORS changes following, 
Sept., 507 


Facies, assessment of, in cardiac patient, 
Sept., 436 
Failure, cardiac, Sept., 529-539. See also 
Cardiac failure. 
Family, definition of, March, 5 
follow-up of after death of child, 
March, 62 
of coronary patient, education of, Sept., 
565-570 
of dying elderly patient, June, 308 
of hemophilic child, working with, 
Dec., 787-798 
of hospitalized child, March, 5-12 
of kidney patient, teaching hemodialy- 
sis to, June, 349-362 
Family-centered care, for adolescent, 
March, 65-73 
role of nurse in, March, 27-39 
Family-centered pediatric care, March, 
1-94 
continuity between hospital and home, 
March, 83-94 
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Family-centered pediatric care (Continued) 
dealing with death and dying through, 
March, 53-64 
discharge planning in, March, 84 
hospital liaison nurse in, March, 90 
planning for, March, 41-52 
staff development program for, March, 
75-82 
teaching in, March, 86 
Fluid and electrolyte balance, Sept., 550- 
552 
body composition and, Sept., 550 
in acute coronary patient, Sept., 438 
regulation of, Sept., 551 
Folic acid deficiency anemia, Dec., 714 
treatment, Dec., 722 


G-6-PD deficiency, hemolytic anemia re- 
lated to, Dec., 801 
Gases, blood, abnormalities in, Sept., 
559. See also Acid-base balance 
assessment in cardiac patients, Sept., 
542 
Gastrointestinal system, effects of aging 
on, June, 242 
Geriatric nursing, June, 201-309 
assistive devices in, June, 291-301 
care of dying as part of, June, 303- 
309 
health maintenance as part of, June, 
207-223 
improving patient’s environment, June, 
282 
means of enhancing social interaction, 
June, 272 
standards for, putting into practice, 
June, 201-309 
to promote physiologic functioning, 
June, 237-252 
to protect and support elderly, June, 
253-268 
See also Elderly. 
Glasses, use of, in elderly, June, 294 
Glucocorticosteroids, effects on blood, 
Dec., 805 
Gout 
cause and nature of, June, 400 
relationship to diabetes, June, 399 
treatment of, June, 402 
Griet 
pathology of, Sept., 446 
psychobiologic process of, Sept., 448 
stages of, March, 56 
Grounding, importance in avoiding elec- 
trical hazards, Sept., 473 
Group, crisis, in special care area, June, 
367 


INDEX 


Group psychotherapy, definitions of, 
June, 365 

Group work with parents of hemophiliac 
child, Dec., 788 

Growth, during adolescence, relationship 
to body image, Dec., 609 


Health care services, for prevention and 
treatment of coronary disease, Sept., 
113-421 

Health maintenance, for elderly, nurses’ 
role in, June, 207-223 

Hearing aids, use by elderly, June, 296 

Heart 
conduction system of, Sept., 459, 510 
electrophysiology of, Sept., 482 
meaning of, to patient, Dec., 663 
rate and rhythm, assessment in coro- 

nary patient, Sept., 432. See also 
under Cardiac. 

Heart attack, body image changes after, 
Dec., 663-668. See also Myocardial 
infarction. 

Heart block, electrocardiogram in, Sept., 

498 
intraventricular, Sept., 505 


Heart disease, nursing in, Sept., 411-585. 


See also Cardiac nursing. 

Heart sounds, in myocardial infarction, 
Sept., 441 

Hematologic disorders, care of patients 
with, Dec., 709-826 

Hemodialysis, center for, use of crisis 

groups in, June, 368 

teaching to family, June, 349-362 

Hemoglobin, defects of in sickle cell dis- 
ease, Dec., 729 

Hemoglobin C disease, combination with 
sickle cell disease, Dec., 730, 731, 734 


Hemolytic anemia, caused by drugs, Dec., 


801 
Hemolytic disease of newborn, intra- 
uterine transfusion for, Dec., 818 
Hemophilia, Dec., 777-785 
care of individual with, Dec., 780 
clinical manifestations, Dec., 779 
dental care in, Dec., 784 
genetic pattern of, Dec., 778 
in children, work with parents, Dec., 
787-798 
nursing care in, Dec., 782 
physical therapy in, Dec., 784 
prophylaxis in, Dec., 781 
treatment of, Dec., 781 
types of, Dec., 777, 778 
Hemostasis, physiology of, Dec., 779, 780 
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Henderson-Hasselbalch equation, Sept., 
994 
Hodgkin's disease, Dec 
Lymphomas. 
classification, Dec., 766 
Home visiting, by staff of oncology unit, 
June, 383-387 
Hospital infections, program for control 
of, March, 153-162 
educational approach in, March, 159 
guidelines for, March, 155 
orientation program in, March, 157 
Hospitalization, effect on body image of 
child, Dec., 641-649 
impact on child, March, 14 
mastery by child, March, 13-26 
Hospitalized child, family-centered care 
for, March, 1-94 
Hyperkalemia, Sept., 555 
Hypernatremia, Sept., 552 
Hyperuricemia, clinical study of, June, 
397-404 
drug treatment of, June, 400 
Hypokalemia, Sept., 555 
Hyponatremia, Sept., 553 
Hypotension, due to mechanical ventila- 
tion, Sept., 546 
Hypoxemia, in myocardial infarction, 
Sept., 544 


, 763. See also 





ICU, neurologic, June, 335-348 
communication in, June, 342 
nursing in, June, 201-309. See also 
Special care units. 
orientation program for, June, 325 
patient-centered management in, June, 
313-322 
staff development in, June, 323- 
Illness, impact on family, March, 
Industrial nursing, March, 95-182. See 
also Occupational health nursing. 
Infant 








development of body image in, Dec., 
598 
sickle cell anemia in, Dec., 733 
with bone marrow transplant, care of, 
Dec., 809-816 
Infection 
in acute leukemia, Dec., 753 
in hospital, program for control of, 
March, 153-162 
protecting anemia patient from, Dec., 
718 
Inservice education program, for family- 
centered pediatric care, March, 53-64 
for ICU, June, 323 
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Inhalation therapy, in cardiac patients, 
Sept., 547 

Intensive care unit, nursing in, June, 
311-404. See also ICU. 

Intermediate care unit, for coronary care, 
Sept., 418 

Iron, in treatment of anemia, Dec., 722 

Iron deficiency anemia, Dec., 714 


treatment of, Dec., 722 


Kidney center 
staffing of, June, 360 
teaching hemodialysis to family unit 
in, June, 349-362 
use of crisis group in, June, 368 


Leakage current, concept of, Sept., 471 
Leukemia 
acute, anemia and bleeding tendencies 
in, Dec., 756 
chemotherapy for, Dec., 748 
agents for (table), Dec., 750 
toxic effects of, Dec., 749 
comfort measures in, Dec., 752 
in adult, Dec., 743-761 
nursing intervention in, Dec., 747 
infection in, Dec., 754 
pregnancy and, Dec., 759 
prevention of infection in, Dec., 753 
classification of, Dec., 744 
clinical manifestations, Dec., 745 
diagnosis, Dec., 746 
etiology, Dec., 744 
Leukopenia, caused by drugs, Dec., 802 
Liaison nurse, for pediatric patients, 
March, 90 
Lidocaine, as antiarrhythmic drug, Sept., 
487 
use in ventricular fibrillation, Sept., 580 
Loss, as factor in coronary heart disease, 
Sept., 445-455 
psychodynamics of Sept., 446 
Lymphoma(s), Dec., 763-775 
categories of, Dec., 763 
chemotherapy, Dec., 769 
drugs used (table), Dec., 770 
classification, Dec., 766 
clinical manifestations, Dec. , 767 
etiology, Dec., 765 
incidence of, Dec., 764, 765 
nursing care in, Dec., 771 
during radiation therapy, Dec., 
with chemotherapy, Dec., 774 
patient education in, Dec., 772 
progressive course of, Dec., 768 
radiotherapy, Dec., 768 
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Lymphoma(s) (Continued) 
staging of, Dec., 767 
therapy, Dec., 768 
Lymphosarcoma, Dec., 763. See also 
Lymphomas. 


Mammary artery implantation, for coro- 
nary artery disease, Sept., 519 
Management, patient-centered, in special 
care unit, June, 313-322 
Mastectomy, postoperative care after, 
June, 377 
special care for patient with, June, 
373-382 
Medications, as cause of blood disorders, 
Dec., 799-808 
Meninges, involvement in leukemia, Dec., 
759 
Metabolic acidosis, treatment, Sept., 560 
Metabolic alkalosis, treatment, Sept., 560 
Middle age, body image changes in, Dec., 
622 
tasks of, Dec., 623 
Migrant workers, referral system for con- 
tinuity of health care for, March, 133- 
141 
Milliequivalent, definition, Sept., 550 
Mitral valve replacement operation, Sept., 
519 
Monitoring, cardiac, Sept., 457-467. See 
also Cardiac monitoring. 
in cardiac arrest, Sept., 580 
Mouth care, for anemia patient, Dec., 719 
Myasthenia gravis 
clinical classification of, March, 186 
crises in, March, 187 
medications for, March, 189 
nursing care in, March, 185-195 
psychologic aspects, March, 193 
Myocardial infarction 
anxiety and, Sept., 448 
arrhythmias in, Sept., 481-490 
treatment of, Sept., 486 
body image changes after, Dec., 663- 
668 
effects on patient and family, Dec., 664 
fluid, electrolyte and acid-base disturb- 
ances in, Sept., 549-562 
interpersonal resources available in, 
Sept., 453 
listening to patient with, Sept., 440 
loss as factor in, Sept., 445-455 
patient assessment in, Sept., 431-444 
fluid loss and gain, Sept., 438 
pulse, Sept., 433 
skin and facies, Sept., 436 
temperature, Sept., 438 
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Myocardial infarction (Continued) 
patient teaching in, Sept., 563-571 
after hospitalization, Sept., 565 

report on optimal care in, Sept., 415 
respiratory problems in, Sept., 544 
supporting patient with, Dec., 666 
See also Coronary care. 


Nervous system, effects of aging on, June, 


244 
Neurologic patient 
assessment, June, 338 
intensive care of, June, 335-348 
special needs of, June, 337 
Neurologic special care unit, June, 335- 
348 
communication and collaboration in, 
June, 342 
needed in, June, 341 
Nurse 
as part of coronary care system, Sept., 
123 
occupational health. See Occupational 
health nursing. 
role in care of adolescent, March, 69 
role in family-centered care, March, 
27-39 
role in promoting body image integrity 
in children, Dec., 651-661 
role in promoting health in pregnancy, 
Dec., 634 
role with family of hospitalized child, 
March, 10 
therapeutic use of self by, March, 31 
Nurse epidemiologist, occupational health 
nurse as, March, 153-162 
Nurse practitioner, responsibilities in 
coronary care, Sept., 426 
Nursing 
cardiac, Sept., 411-585 
primary, in pediatric setting, March, 
‘ 
geriatric, June, 201-309 
in special care units, June, 311-404 
Nursing care 
during intrauterine transfusion, Dec., 


822 

in acute pulmonary edema, Sept., 534- 
536 

in cardiogenic shock, Sept., 538 


i 
i 
i 
i 
i 


congestive heart failure, Sept., 533 
hemophilia, Dec., 782 

lymphomas, Dec., 771 

myasthenia gravis, March, 185-195 
surgery for coronary artery disease, 
Sept., 519-527 
of baby with bone marrow transplant, 

Dec., 809-816 

of patient with pacemaker, Sept., 512 
See also Coronary care unit. 
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Nursing intervention 
in crisis of body image changes, Dec., 
702 
principles of, with body image changes, 
Dec., 697-707 
with adolescent, Dec., 659 
with adult with acute leukemia, Dec., 
747 
with children, principles of, Dec., 652 
with colostomy patient, Dec., 671 
Nursing care plan, for family-centered 
care, March, 48 
Nursing needs, 
of anemia patient, during diagnosis, 
Dec., 715 
long-term, Dec., 724 
short-term, Dec., 717 
Nursing process 
in crisis of body image changes, Dec., 
699 
in family-centered pediatric care, 
March, 41-52 
in occupational health program, March, 
112 
Nutrition, effects of aging on, June, 244 
for anemia patient, Dec., 720 


Obesity 
body image and, Dec., 677-685 
surgical treatment of, Dec., 680 
nursing implications, Dec., 683 
patient reactions to, Dec., 681 
Objectives, nursing, in family-centered 
pediatric care, March, 45 
Occupational health nurse, role in 
epidemiologic research and education, 
March, 153-162 
Occupational health nursing, March, 95- 
182 
annotated bibliography on, March, 175- 
182 
expanding role of, March, 172 
in alcohol addiction program, March, 
121-132 
relationship with community agencies, 
March, 163-174 
survey guide for, March, 99-107 
visiting nurse role in, March, 143-152 
Ohm’s law, Sept., 470 
Ombudsman, nurse as, March, 35 
Oncology unit, home visiting by staff of, 
June, 383-387 
Orientation program, for ICU, June, 325 
in control of hospital infection, March, 
157 
Osmolality, Sept., 551 
Osmolarity, Sept., 5! 
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Osmole, Sept., 551 

Osmotic pressure, in regulation of fluid 
balance, Sept., 551 

Oxygen, therapeutic use, in cardiac pa- 
tients, Sept., 547 

Oxygenation, measurement of, in cardiac 
patients, Sept., 542 


Pacemaker, cardiac, 
anatomical basis, Sept., 510 
choice of, Sept., 511 
electrical safety with, Sept., 476 
external, nursing care, Sept., 512 
historical development, Sept., 509 
internal permanent, nursing care, 
Sept., 513 
nursing care with, Sept., 509-515 
Pain, in angina pectoris, description of by 
patient, Sept., 440 
Pallor, in cardiac patient, Sept., 437 
Parent education program in sickle cell 
anemia, Dec., 737 
Parents 


expectant, intrauterine transfusion and, 


Dec., 817-826 

of hemophiliac child, working with, 
Dec., 787-798 

role with adolescent, March, 67 


support by nurse during death of child, 


March, 60 
See also Family. 
Patient behavioral chart, for colostomy 
patient, Dec., 671 
Patient-centered management in special 
care unit, June, 313-322 
Patient teaching 
for coronary patient, Sept., 563-571 
in family-centered pediatric care, 
March, 86 
in lymphomas, Dec., 772 


preoperative, by special care unit nurse, 


June, 389-395 
Pediatric care, family-centered, March, 
1-94 
Pediatric nurse, role in family-centered 
care, March, 27-39 
Pernicious anemia, Dec., 714 
pH, regulation of, Sept., 556 
Physician, responsibilities in coronary 
care, Sept., 425 
Physician-nurse team approach to coro- 
nary care, Sept., 423-430 
Physiologic functioning in elderly, June, 
237-252 
Planning, for care of elderly, June, 230 
for family-centered care in pediatric 
setting, March, 41-52 
Plant, industrial, survey of, for occupa- 
tional health nurse, March, 99-107 
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Platelets, effects of drugs on, Dec., 803 
Play, for hospitalized child, March, 22 
Post-coronary unit, patient teaching in, 
Sept., 564 
Potassium, imbalance of, Sept., 555 
Potential difference, Sept., 470 
Preexcitation syndrome, electrocardio- 
gram in, Sept., 498 
Pregnancy 
anemia of, Dec., 713 
body image in, Dec., 631-639 
crises in, Dec., 634 
in leukemia patient, Dec., 759 
intrauterine transfusion during, Dec., 
817-826 
nursing functions to promote health in, 
Dec., 634 
psychobiology of, Dec., 631 
Preoperative preparation, for breast 
biopsy or mastectomy, June, 376 
Preoperative teaching, by special care unit 
nurse, June, 389-395 
Preschool child, development of body 
image in, Dec., 600 
Primary nursing, in pediatric setting, 
March, 37 
role in continuity of care for pediatric 
patients, March, 84 
Procainamide, as antiarrhythmic drug, 
Sept., 486 
Propranolol, as antiarrhythmic agent, 
Sept., 488 
Psychiatric problems in industry, visiting 
nurse role in, March, 149 
Psychobiologic status of coronary patient, 
assessment of, Sept., 450 
Public health nurse, role in family- 


centered pediatric care, March, 91 
role in referral system for health care 
for migrant workers, March, 138 ‘ 
Pulmonary edema, acute, Sept., 534-536 
ventilatory problems in, Sept., 544 ‘ 
Pulmonary embolism, ventilatory prob- ‘ 
lems in, Sept., 545 ‘ 
Pulse 
arterial, characteristics, Sept., 433 ‘ 
assessment of in coronary patient, Sept., 
132 | ‘ 


types of, Sept., 434 

venous, characteristics, Sept., 435 
Pump failure, Sept., 529-539. See also S 

Cardiac failure. 


2 

ORS S 
abnormal, at slow rates, Sept., 503 

differentiation of, Sept., 495 S 


in supraventricular arrhythmias, in- 
terpretation, Sept., 491-508 
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ORS (Continued) 
prolongation of, Sept., 507 

Quinidine, as antiarrhythmic drug, Sept., 
486 


Regional Reference Centers, for coronary 
care, Sept., 420 
Rehabilitation, in coronary heart disease, 
Sept., 428 
patient teaching in, Sept., 563-571 
Renin, action of, Sept., 552 
Respirator, recommendations for use of, 
Sept., 547. See also Ventilator. 
Respiratory alkalosis, treatment of, Sept., 
558 
Respiratory problems, in coronary pa- 
tient, Sept., 541 
Respiratory system, effects of aging on, 
June, 246 
Resuscitation, cardiopulmonary, in cardiac 
care unit, Sept., 573-585 
care after, Sept., 582 
complications, Sept., 584 
Reticulum cell sarcoma, Dec., 763. See 
also Lymphomas. 
Retirement, preparing industrial em- 
ployees for, March, 117 
Revascularization operations for coronary 
artery disease, Sept., 519 
Rh factor, inheritance of, Dec., 818 
Rh hemolytic disease of newborn, intra- 
uterine transfusion for, Dec., 818 


Saphenous vein graft operations fon 
coronary artery disease. Sept., 519 
Self, therapeutic use of, by nurse, March, 
31 
Senses, effects of aging on, June, 240 
Sensory deprivation in elderly, June, 269 
Separation anxiety in family of hospital- 
ized child, March, 9 
Schilling test, support of patient re- 
ceiving, Dec., 716 
Self, concept of, growth and, Dec., 610. 
See also Body image. 
significance of, Dec., 621 
Sensory receptors, effect of illness on, 
Dec., 594 
Shock, cardiogenic, Sept., 536-539 
management, Sept., 537 
pathophysiology, Sept., 536 
Siblings, reactions to dying child, March, 
61 
Sickle cell anemia. 
in child, Dec., 734. See also Sickle cell 


dise ase. 
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Sickle cell anemia (Continued) 
in infancy, Dec., 733 
parent education in, Dec., 737 
pediatric clinic for, Dec., 728, 736 
Sickle cell disease, Dec., 727-741 
clinical manifestations, Dec., 732 
community action program for, Dec., 
739 
forms of, Dec., 730 
homozygous, Dec., 730, 731 
inheritance patterns of, Dec., 730 
outpatient pediatric clinic for, Dec., 
728 
pathogenesis of, Dec., 732 
treatment in, Dec., 735 
Sickle cell trait, Dec., 730 
Sickling phenomenon, Dec., 729 
Skeletal system, effects of aging on, June, 
240 
Skin and cutaneous tissue, effects of aging 
on, June, 246 
Social interaction in elderly, June, 269- 
279 
Sodium, depletion of, Sept., 553 
imbalance of, Sept., 552 
Sounds, heart, in myocardial infarction, 
Sept., 441 
Special care unit 
crisis intervention in, June, 363-371 
home visiting by staff of, June, 383-387 
nursing in, June, 311-404 
patient-centered management in, June, 
313-322 
preoperative teaching by staff of, June, 
389-395 
staff development in, June, 323-333 
standards for care in, June, 318 
Staff development programs, for family- 
centered pediatric care, March, 53- 
64 
in ICU, June, 323-333 
Staffing, of kidney center, June, 360 
Standards, for care in special care unit, 
June, 318 
for geriatric nursing, putting into prac- 
tice, June, 201-309 
Stereotypes, of personality and appear- 
ance, Dec., 618 
Steroid hormones, effects on blood, Dec., 
805 
Stomas, problems of, in elderly, June, 
297 
Stress, protecting elderly from, June, 
253-268 
Stress reactions, effect on injured child, 
Dec., 643 
phases of, Dec., 646 
Stroke, body image disturbance due to, 
Dec., 690 
Suicide in elderly, June, 305 
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Supraventricular arrhythmias, with ab- 
normal ORS, interpretation, Sept., 
491-508 

Surgery, cardiac, for coronary artery 

disease, Sept., 517-5 
pulmonary problems after, Sept., 545 

Survey guide for occupational health 

nurse, March, 99-107 


Tachycardia, bidirectional, electrocardio- 
gram in, Sept., 505 
ventricular, diagnosis, Sept., 492 


Teaching child and family, nurse’s role in, 


March, 86 

Team, physician-nurse, in coronary care, 
Sept., 423-430 

Temperature, body, in coronary patient, 
Sept., 438 

Thalassemia, combination with sickle cell 
trait, Dec., 730, 731, 735 


Thrombocytopenia, caused by drugs, Dec., 


803 
in acute leukemia, Dec., 757 
loddler, development of body image in, 
Dec., 599 
Tracheostomy, care of, Sept., 546 
Transfusion, intrauterine, care during, 
Dec., 822 
nurse’s role with, Dec., 817-826 
of blood in anemias, Dec., 723 
Transplant, bone marrow, care of baby 
with, Dec., 809-816 
Trauma, protecting anemia patient from, 
Dec., 719 


Trusting relationship, formation by nurse, 


March, 32 


Uric acid 
accumulation in body, June, 399 
excretion of, June, 398 
metabolism of, June, 397 
serum, elevated, clinical study of, June, 
397-404 
lowering by drugs, June, 400 
Uricosuric agents, June, 401 
Urinary system, effects of aging on, June, 
242 
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Venipunctures, repeated, effect on pa- 
tient, Dec., 717 
Venous pulse, characteristics, Sept., 435 
Ventilation, in cardiac arrest, technique, 
Sept., 576 
in cardiac patients, Sept , 542 
Ventilator 
hypotension due to, Sept., 546 
recommendations for use of, Sept., 547 
respiratory alkalosis due to, Sept., 546, 
558 
Ventricular conduction, aberrant, Sept., 
491-508 
Ventricular fibrillation 
as cause of cardiac arrest, Sept., 574 
electrocardiogram in, Sept., 581 
lidocaine in, Sept., 580 
Ventricular tachycardia, diagnosis, Sept., 
492 
Vision, health program in, for elderly, 
June, 217 
Visiting nurse, industrial, March, 143- 
152 
role in cardiac program, March, 146 
role in emotional and psychiatric 
problems, March, 149 
Vitamin By, in treatment of anemia, 
Dec., 722 
Vitamin K deficiency, caused by drugs, 
Dec., 803 
Vocational development, stages of, March, 
111 
von Willebrand’s disease, Dec.., 
also Hemophilia. 
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8. See 


Walkers, use by elderly, June, 296 

Wheel chairs, use for elderly, June, 295 

Wolff-Parkinson-White syndrome, electro- 
cardiogram in, Sept., 498 


Work, as part of developmental process, 
March, 110 
Worke1 


migrant, referral system for continuity 
of health care, March, 133-141 

older, assessment program for, March, 
115 

young, assessment program for, March, 


113 


Xanthine oxidase inhibitors, use in gout, 
June, 401 





